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Accreditation Number : 1975 
Laboratory Head : LU, Scott 


19.02 Electronic and Electric 

Electric Component 

E003 PCT, HAST, UHAST 

JESD22-A102, JESD22-A110, JESD22-A118 
+121 °C, 100 %RH 

+130 °C, 85 %RH 

+130 °C, 85 %RH 


Approval Signatory: LU, Scott; FAN, Y.N. 


E003 HTSL 
JESD22-A103 Condition B 
+150 °C max. 


Approval Signatory: LU, Scott 

E003 Temperature Cycle Test 
JESD22-A104 Condition C 

-65 °C~+150 °C 

Approval Signatory: LU, Scott; FAN, Y.N. 
E003 HTOL 


JESD22-A108 
+135 °C max. 


Approval Signatory: LU, Scott; FAN, Y.N. 


E003 Pre-Condition 
JESD22-A113, IPC/JEDEC J-STD-020 
Level 2, 3 


Approval Signatory: LU, Scott; FAN, Y.N. 
E003 Latch up 


JESD78, AEC Q100-004 
IT: + 400 mA; VT: 2.0* VDD. 


Approval Signatory: LU, Scott 
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Certificate No : L1975-220114 


E003 ESD 

JS-001-2017, JS-002-2018, JESD22-A115, AEC Q100-002, AEC Q100-011, JESD22- 
A114, JESD22-C101 

ESD (HBM, MM, CDM) ; HBM: + 8 kV, MM: +2 kV; CDM: +2 kV 


Approval Signatory: LU, Scott 


(Null below) 
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